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Message Text 



LIMITED OFFICIAL USE 

PAGE 01 NEW DE 08666 281654Z 

40 

ACTION NEA-04 

INFO OCT-01 ISO-00 /005 W 

072807 

R281658Z JUL 74 
FM AMEMBASSY NEW DELHI 
TO SECSTATE WASHDC 2359 



LIMITED OFFICIAL USE NEW DELHI 8666 
STADIS 

FOR KUX-BORN FROM FINN 

E.O. 11652: N/A 
TAGS: EFIN, IN 
SUBJ: ST. JOHN'S HOSPITAL 

REF: NEW DELHI 8351 

PRIOR TO MY ARRIVAL IN WASHINGTON DURING THE SECOND WEEK OF JULY, 
COULD YOU TRY TO GET AN ANSWER TO THE FOLLOWING QUESTION: CAN 
0MB MAKE AN ALLOCATION FOR ST. JOHN'S (OR FOR THE RS. 65 MIL- 
LION IN AID TO NEPAL, FOR THAT MATTER) BEFORE THE FUNDS SO 
EARMARKED ARE ACTUALLY IN THE COOLEY B ACCOUNT? IF "NO," WOULD 
BORROWING AGAINST COOLEY A ACCOUNT FUNDS CONSTITUTE AVAIL- 
ABILITY OE EUNDS? 

SCHNEIDER 



LIMITED OFFICIAL USE 



NNN 



*** Current Handling Restrictions *** STADIS 

*** Current Classification *** LIMITED OFFICIAL USE 
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Message Attributes 



Automatic Decaptioning: Z 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: COOLEY LOANS, HOSPITALS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 28 JUL 1974 

Decaption Date: 28 MAY 2004 

Decaption Note: 25 YEAR REVIEW 

Disposition Action: RELEASED 

Disposition Approved on Date: 

Disposition Authority: kelleywO 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974NEWDE08666 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: n/a 

Errors: n/a 

Film Number: D7401 72-0060 
From: NEW DELHI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740786/aaaahaza.tel 

Line Count: 48 

Locator: TEXT ON MICROFILM, TEXT ON-LINE 
Office: ACTION NEA 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: STADIS 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 

Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: STADIS 

Reference: NEW DELHI 8351 

Review Action: RELEASED, APPROVED 

Review Authority: kelleywO 

Review Comment: n/a 

Review Content Flags: 

Review Date: 16 AUG 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <16-Aug-2002 by izenbei0>; APPROVED <20 FEB 2003 by kelleyw0> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> mom 971027 
Subject: ST. JOHN'S HOSPITAL 
TAGS: EFIN, IN, AFSP 
To: STATE 
Type: TE 

Markings: Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 




